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Zl 5 Integrated Disease Surveillance Programme C®VID-19 
Tee SEE OSE EeE CR CELL a a ECDC EERE TEI 
Date: 31-01-2022 Health Bulletin Time: 6:00 PM 
X Positive Today: 1200 W Recovered Today: 2499 
ËR Death Today: 10 N Active Cases: 29428 


s*’’ Sample Positivity today: 4.40% R% Recovery Percentage: 58.18% 


1. Total cumulative Positive COVID-19 detected since 01.01.2022: 76301 

2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 44391 (58.18%) 
3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 2656 (3.48%) 
4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 128 (0.17%) 
5. Number of samples found negative for COVID-19 today: 26096 

6. Total number of samples sent for COVID-19 testing today: 27095 

7. Total number of cumulative samples found negative since 01.01.2022: 674880 
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nei | came | est | come 
ra Since ene Since 
01.01.2022 01.01.2022 
Almora 969 1669 35639 25 3187 38826 1256 
Bageshwar 608 78 18561 17 1709 20270 1268 
Chamoli 873 374 20969 ti 2188 23157 858 
Champawat 919 1358 26684 67 1527 28211 1060 
Dehradun 8693 7069 173460 368 27337 200797 3254 
Haridwar 7644 8647 195711 160 11044 206755 829 
Nainital 1614 1313 35353 210 10149 45502 698 
Pauri Garhwal 1584 1718 35187 34 4415 39602 489 
Pithoragarh 572 110 20350 7 1904 22254 1239 
Rudraprayag 590 142 13567 35 1898 15465 518 
Tehri Garhwal 534 211 15070 10 1898 16968 396 
US Nagar 2052 2818 69478 211 7810 77288 293 
Uttarkashi 443 589 14851 45 1235 16086 151 
Total 27095 26096 674880 1200 76301 751181 12309 























Details of Districts having Positive COVID-19 Cases 

































































Almora 3187 2244 680 3 266 
Bageshwar 1709 1304 343 0 66 
Chamoli 2188 1476 632 f 81 
Champawat 1527 625 885 0 20 
Dehradun 27337 12385 14719 83 285 
Haridwar 11044 7131 3736 11 196 
Nainital 10149 7591 2583 14 31 
Pauri Garhwal 4415 1118 2348 10 946 
Pithoragarh 1904 1252 552 3 109 
Rudraprayag 1898 837 963 0 98 
Tehri Garhwal 1898 1041 675 0 189 
U.S. Nagar 7810 6476 1119 3 236 
Uttarkashi 1235 911 193 0 133 
Total 76301 44391 29428 128 2656 
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Hospital Wise Death 























TET 4 a No. of 
District Cumulative Deaths Name of The Hospital Deaths 
AIIMS Rishikesh, Dehradun 3 
Dehradun 83 
Shri Mahant Indiresh Hospital, Dehradun 3 
Nainital 14 BC Joshi Hospital (DRDO), Nainital 3 
Pauri i r 
Garhwal 10 Base Hospital Kotdwar, Pauri Garhwal 1 
Grand Total 10 























Check Your COVID-19 Test Results Online on report.icmr.org.in 


or Scan the QR Code Below 


Org 
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COVID-19 Vaccination 


31st January 2022 





* Sessions Held Today 1870 

* Number of Beneficiaries Vaccinated Today: 135384 
* =Total Number of Beneficiaries Partially Vaccinated: 8457563 
* =Total Number of Beneficiaries Fully Vaccinated: 7261984 


* Total Number of Beneficiaries Given Precaution Dose: 235836 


Details of Beneficiaries Vaccinated in Uttarakhand 



































































































































Citizens Health Care Worker Front Line Worker Tae 
15-17 eal 18+ years Saane 
Die | ares, | Fay | Paen | votes | vet | verses | otal | vrs | "086 "| tetan | cate 
Vee Woy ligewer || (Gen tte | at | ghee | ee Bose | Dose 
see 3 E A Coverage) | coverage Coverage) Coverage) 
Almora 25823 54 380532 333942 6020 6014 9950 9575 13826 6137 1559 
Bageshwar 13537 728 185635 166950 2514 2517 2319 2386 11825 2105 1307 
Chamoli 17323 614 273439 259040 3987 4018 6490 6614 13855 2446 996 
Champawat 10578 26 182531 167154 2248 2296 7479 7337 8886 1009 847 
Dehradun 79822 954 1557297 | 1336811 37235 35388 30636 29669 55732 _| 17925 2727 
Haridwar 56384 223 1497894 | 1378878 17780 17589 48432 48330 27845 | 26176 1140 
Nainital 40405 276 749786 681281 14186 13633 20095 19904 23273 13613 1121 
Pauri 28090 181 449275 373419 7913 7818 7089 6848 16164 7540 1071 
Pithoragarh 19988 149 324851 301597 4093 4093 8311 8369 10523 4819 433 
Rudraprayag | 10467 1959 172430 150695 2465 2453 2689 2711 5033 4295 
Tehri 25463 1556 396467 344783 6250 6302 4918 5015 16921 4401 
US Nagar 61884 842 1339508 | 1243175 12458 12509 34718 33459 19432 | 25401 
Uttarkashi 14102 56 235323 213284 3461 3476 4993 5034 | 12521 3226 
| Toti | oases | 718 | 77aag6e | 6951009 | 120610 | 118106 | 188119 | 185251 | 235836 | 119093, 
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DETAILED STUDY OF COVID-19 STATUS SINCE 15.03.2020 







s*™ Sample Positivity: 4.54% R% Recovery Percentage: 89.12% 
aR CFR (%Death): 1.79% Wa Migrated Cases: 2.11% 

1. Total cumulative Positive COVID-19 detected: 421388 

2. Total Number of COVID-19 Patients Treated/ Cured: 375541 

3: Total Number of COVID-19 patients migrated out of state: 8873 

4. Total Number of COVID-19 Deaths: 7546 

3: Total number of cumulative samples found negative: 8850633 

6. Total number of cumulative samples tested: 9272021 


Districts wise Status of COVID-19 


ree x 3 i Positive Treated/ s 7 
istric Cumulative Negative ositive Cured tin Cumulative Cumulative 


samples Tested Cumulative since Cumulative Date aimee: Deaths Migrated/others 












































































2 274625 13668 
Bageshwar 239851 232371 6985 61 91 
Chamoli 328134 313692 13459 63 288 
Champawat 301635 292426 8062 33 209 
Dehradun 2235733 2095529 120987 3610 888 
Haridwar 2470797 2408138 56294 1035 1594 
Nainital 659950 610389 45844 961 173 
Pauri Garhwal 468220 446056 17838 325 1653 
Pithoragarh 264601 252394 11253 185 217 
Rudraprayag 225203 214499 9377 106 258 
Tehri Garhwal 339000 321255 15872 110 1088 
U.S. Nagar 1076752 1030972 42848 764 1049 
Uttarkashi 372086 358287 13054 
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Graphical Representation of COVID-19 Facts 





Uttarakhand 





Trends of COVID-19 Positive Cases and % Positivity 
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ME Number of Positive ===% Positivity 


% Contribution of COVID-19 Cases in different Age Groups (Since 1st Jan 2022) 
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Category Wise Vaccination Coverage in Uttarakhand 
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Status of Administration of Precaution (Booster) Doses in Uttarakhand 
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Status of COVID-19 Positive Patients in Uttarakhand 
1% 





m Under Home Isolation = In Hospital Care 
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Current Occupancy status of COVID-19 patients in hospitals 
% Occupancy: 3% 
Occupancy: 2% 6942 
6270 
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Different Modes of Oxygen Avaliability in 
Uttarakhand (capacity in MT) 
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Toll free No: 104/01352609500 


@ Whatsapp No. 9412080544 


Details of District Control Rooms 















































Districts District Control Room Number 

Almora 05962-237874, 05962-237876, 05962-231205 

Bageshwar 05963-221822, 05963-297515, 7895235220 

Chamoli 7617429778, 9068787120, 7830839443, 01372-252187, 01372-251437 
Champawat 05965-230943, 05965-230819 

Dehradun 0135-2724506, 1800-180-2525, 0135-2609200 

Haridwar 01334-239072, 01332-265201, 265202, 265203, 265209 

Nainital 05946-281234 

Pauri Garhwal 01368-222213, 7302796031 

Pithoragarh 05964-297551 

Tehri Garhwal 01376-234793 

Rudraprayag 01364-233727, 7456003173, 7456003162, 8920456016, 7078301730 
U.S. Nagar 05944-246590, 05944-250100, 05944-250101 

Uttarkashi 01374-222641, 7417162869 
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310 TFA WHR EAI Raed mi Fane Barat @w ar A Secor 
He ean ye Fev Be 10A Facies Aret 
a oer ne 


24/7 Call 
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